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MASTER GAMES 1 
•Loading Instructions* 


1. Set up youi Sega Master Sysleitt oi Sega Master System II as 
oescribea m its mslruclion manual. Plug m Conliol PaO 1 . For two-player 
games, plug in Conlrol Pee 2 also 


2. Make sure Ihe power swilctt Is OFF. Then insstl the Master 
Oames I canndge mlo Ihe Power Base. 


3. Turn the power switch ON. In a lew momenis. Ihe Super 
Monaco GP Title screen appears. Turn the power OFF. then ON again lo 
see Ihe Columns Tiile soreen. Turn OFF and ON once more lo see the 
IVorid Soccer Tale screen. Turn the power OFF and ON again lo return to 
the Super Monaco CP Title screen. 


4. If the Tiite screens do not appear, turn the power OFF, Make 
sure yOur system is set up correctly and Ihe cartridge is properly inserted 
Then turn the power ON again 

Note; Occasionally, when you insert Ihe Master Games 1 cartridge and 
turn the power ON, the Columns or World SoccerTrtle screen may appear 



Puesta en funcionamento 



Preparativi 
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